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i. The Ajvalija mine ia situated in a Valley approximately flare Illometera 
southeast of the village of Ajvalije, and iumediately southwest of the 
Stesevac Mountain, The only Importent ouildings in the town of Ajvalija 
itself are the elementary school and 2 mosgque. There is also a coleny 
accommodating the Albanians employed in the mina. 


ee The mine is administered by @ director who is appointed by and direchly 
responsible to the General Directorate for Colored Motals in Belgrade. The 
director is a qualified technician and supervises all research and survey 
activities, The plans for the development of the mine, including researeh 
and survey, were drawn up and are being ccordinated py the Dircetorate. 
In connection with the research worl: the mine is frequently visited by 
geologists from Belgrade. Tha director has two assistaubs and three clerks 
who work in the Directorate, 


3 The mine was opened by an obligus cnt from which the shaft, 150 meters deep, 
was sunk, There are threa horizontal galleries at 50 meters, LOO meters, 
and 150 meters depth respectively, These are joined by diagonally sloping 
chates, The mine is not being worked al- presents ag ali. available Jabor is 
coricentrated on research and survey, and the construction of the flotation — 
plant. Freduction will not begin until the flotation piert and the ex- 
tension of the power ‘line from Trepea are completed. The initiel daily 
output WiLL be between 200 and 20 tong. 


4. The total reserves amount to approximately 360,000 tons. These are divided 
as follows: 


Category A ~ veady for mining ~ “180.000 tons 

Category B - ascertained reserves ~ 70.000 tons 

Category C - estimated reserves — 140,000 tong 

The ore is polymetaliic and exists in false veins, which Jie at the point 
ef contact of voleanic olements and sedinent, that is the comtact of trahyt 
and clayiesh clements, The sediments consist of galenite (P03), sfalerite 
(2u8), surbeite (Pocusts ), boulangerite and jemesonite, 


5. Tho mean content of the ore is as follows: 
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Lead : 7.6 percent 

Zine : 1h.2 percent 

Silver +: 200 grams per ton 

Developments: 

& & new railroad line running from Janjevo via Gracerica to Lipljan 


be 


is being constructed. The line will follow the Gracanka River valleye 


Waen the flotation plant is completed, it will also handke the ore 
mined at the Janjevo lead, zine and silver mine. 


The extension cf the main electric power line from 4vecan to Trepca 
will, during 1950, be extended as far as the lignite mine at Kosovo; 
during 1951, it will be further extended to Ajvalija and Janjeves 


Machinery and equipment: 
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Power station: The two units wiich have been installed in the power 
station are as follows: 


1) One Wolf static steam engine, giving a pressuve of 15 atmosphers:. 
with direct condensation. The engine is coupled to an alternator 
generating a 3-phase current at 400 volts/50 cycles. 


2) One Lanz steam engine with condensation which is coupled to an 
alternator generating current at 3,000 volts/50 eyeles » 


Both engines are fed with lignite imported from-the Kosovo mine, The 
water is obtained fvom the Gracanka River, 


Compressors: 


1) One Ingersoll Rand compressor, with capacity of 12 cubic meters 
per mimzte. 


2) One Flottmann coupressor, with capacity of 8 cubic meters per 
minute. Both are coupled with electric motors, 


Drilling machines: fhe mine has an unknown number of Chicago 
Pheumatic and Svifivan column drills » 45 Well as a few Ingersoll. Rand 
telescopic drills. 


Workshop: The workshop is well-equipped with turning lathes, a. 
phrasing machine, a forge and carpenters shops 


Punip station: 


L) The pump stebion lies at the bottom of the shaft, and is operated 
by three pumps, one with a capacity of 2,000 Liters per mimrte, 
and two with a capacity of 1,000 Liters per wimite each. 


2) In addition to the main pump station, there are five subsidiery 
pumps, one with a capacity of 1,000 liters per minute, and four 
of 500 liters per minute. 


All punps are centrifugally operated by electric motors » and are of 
Yugeslav and Hungarian origin, 


Hoists: There are four electric hoists all of Yugoslav origin, The 
origin of the actual motors is unknown. 


Ventilators: The ventilator is centrifugally operated by an electric 


moter with a capacity of 500 cubic meters per minute, 


Eranspoxrt: The wine has four Piat and Mar trucks. 


The ming is guarded by National Militia, consisting of six men. Vasses 
have not been issued to the workers as they number only 150 and all. are 
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